Zurik, Lee 


From: 

BARNES, Courtney 

Sent: 

Thursday, November 7, 2019 10:22 AM 

To: 

Zurik, Lee 

Subject: 

10841 Roger Drive 

Hi Lee, 



There are four house connections at this address. Only one had a customer associated with it. 

• 10841 Roger Drive Apt A. there was a meter on the property until 07/10/13. The last account was open from 
November 11/28/12 to 05/28/13. We don't have any history of an account prior to this. 

• 10841 Roger Drive Apt. B- No account on file. Meter was removed 03/21/12. There is no reading information 
because there was no account. 

• 10841 Roger Drive Apt. C- No account on file. Meter was removed 11/10/11. There is no reading information 
because there was no account. 

• 10841 Roger Drive Apt. D- No account on file. Meter was removed 12/14/10. There is no reading information 
because there was no account. 

Please let me know if you have any questions. 

Sincerely, 

Courtney T. Barnes 

Press Secretary 

Sewerage & Water Board of New Orleans 


l 



